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UNITED STATES DISTRICT COURT 
DISTRICT OF MAINE 

ZURICH AMERICAN INSURANCE ) Case No. 2:19-cv-00009-LEW 


COMPANY, ) 

) 

Plaintiff, ) 

) 

v. ) 

) 

ELECTRICITY MAINE LLC, et al., ) 

) 

Defendants. ) 


STATUS REPORT 


Pursuant to this Court’s Order of May 6, 2019 granting the Plaintiffs request for a 
temporary stay of proceedings pending the decision of the Court of Appeals in a closely related 
case, the Plaintiff, Zurich America Insurance Company, reports that on June 17, 2019 the Court 
of Appeals affirmed the District Court’s denial of the Plaintiffs Motion for Summary Judgment. 


DATED at Portland, Maine this 10th day of July, 2019. 


/s/ John S. Whitman _ 

John S. Whitman 
Attorney for Plaintiff 
Zurich American Insurance Company, 
for itself and as successor by merger to 
Assurance Company of America 


Richardson, Whitman, Large & Badger 

465 Congress Street 

PO Box 9545 

Portland, ME 04112-9545 

(207) 774-7474 

j whitman @ rwlb. com 





